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HIi high cost of land in the cities of 
the United States has demonstrated 
that the best paying Apartment 
Houses are those that are well built 
and have all the conveniences and 
improvements that are demanded 
by the tenants; in this connection 
the plumbing has been invariably 
conceded to be one of the most im- 
portant elements in the popularity 

of an Apartment House or Apartment Hotel. 

The question of plumbing fixtures for Apartment 
Houses is one to which we have given special attention, 
and for the convenience of the Architect, Owner, 
Builder and Plumber we show in this Catalogue fix- 
tures that have been largely used and have been found 
most desirable, durable and space-saving. As we 
manufacture the goods in large quantities we are 
enabled to offer them at an extremely low price, 
considering the high standard of quality, durability 
and general excellence. 

The arrangement and utilization of space are im- 
portant items, and we therefore include in this Cata- 
logue views of several of the notable Apartment 
Houses in New York City. 
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Apthorp Apartment Hotel, New York 

Architects, Clinton a Ri i 

MOTT'S PLUMBING FIXTURES 
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FW>r Plana of Apthorp Apartment Hotel 



Belnord Apartment Hotel, New York 
Architects, His> A WUKS 

MOTT'S PLUMBING FIXTURES 
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Floor Plan of Belnord Apartment 1 
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Langham Apartments, New York 

\l« !lll I I I - (I IN I- I'll 1.1 
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One Half Floor Plan of Langham Apartments 





Floor Plan of Allendale Apartments 



Allendale Apartments, I York 

S i 
MOTTS PLUMBING HXTUHI 








wm 



— ■■ 



I ■ I> 



^■^MH 




* 



O 



R 



A 



R 



M 



H 



O 



I 





Devonshire Apartments, New York 
\ki ut u i iv. Nbviuj & B u >ci 

MOTTS PI UMHING PIZTURRS 



Floor Plan of Devonshire Apartments 








Flooi Plan o( Fultcrton Apvtmcnti 



Fullerton Apartments, New York 

Am Hill 4|.| | \< ( Al » k 

MOTTS PLUMBING MXTURi 
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Plate 2114-A 



Plate 211 I V Ihc "La Salle" n xial porcelain bath ed outsidi white, with ni. kel plated " Bronx " combin 

tion supplj an. I wast, fittings 5 

Same, 5' 6". 

'''"'V' 1 ' ): The ' ,I>l Ti "' ■ "■"•'"Ardsicy" .I.,,,,., tanding wast, through floor, u„l, bracetowall 

NF.bell suppl: d % compression valves in wall with escutcheon Plat. 2116 \ . :.' 

Same. 5' 6" ... 

< "ellu « ii.i nu 1 hand rail, 15.90. 

Foi other furnishings i 38, 19 md W 

Dim. nsions: Outside l< ngths ibov< . out 
side width 2 B inside d. pth 1 5 




Plate 2114 ' -A 

Section of "La Sail-." "Plaza," "Bmp " and 
Vernon" imperial porcelain baths 



r Mp ER' u porcelain baths on base .1 outsid. 

represeni the a ol , tion. I h. "La 

iUe" and "Empress" bathsare space savers ..,,,1 
' l '"' n installed in man) fin. II ... 1 t ,,i \,, lM 
Ho. where thej I, , ..,,, 

"""■ I ""-i.l- ring the slight differ, no in th, 1 
between imperial porcelain and enameled baths th. 
"'' alon. hat and should ....... porcelain 

l^ths almost invariablj used; th. 
: finish "" th< iron bath l mi 

■ I Wh. r, Lg the out 

I witl loth and is evcrla 

'" r des "Ption ol imp. rial porcelain Kiln run 

I 

v ! list Spo ial n 

prices will bequoted I imbei 
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1152 75 SI 19 00 

164 «hi i;;o ■_»;, 
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Plate 2116-A 
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Plate2ii8' -A 



Plate 2118-A 

211b rh< Empress' 

Empr 

iclccl $189 <M> |l«il 50 

216 :mi 1; 

119 \ rhi 'Empress" with "Ardsl 

t II \ I ' U II - 

^ I'l.ii. 21 Hi- A 17s 75 151 

21 if,:, <m» 

1 1 ■ 1 : ■!. pth in id< I' 5". 

11^ \ <* n in 

PI 

Empress*' jh ihafl 1- pn Fittii 

furnish* <l ai I'l iti 21 16 A 
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Plate 2120-A 
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Plate 2120-A. The "Vernon" imperial porcelain bath, glazed outside white, with nickel-pl "Bronx" combin 

tion supply and waste fittings, 5' .... mm 75 $157 



I 25 171 



Same, 5' 6" 

Cellu-enamel hand rail 15 90 

I -I other furnishinj 19 ind 10. 

Dimensions: Outside lengths 5', 5' 5"; width 2' 8"; height 1' 7"; depth inside r 5". 

\\ rH,L1 '''■' I ! ■■ i" is to quality in thi production "i "tir in ,l porcelain lx bing 1 

heretofon it should I II u. tood that il sible to make these I »f ware absolutely p 

-l" ' '• 01 mark ol any kind what 

Class \ r. of our production. Class B, th id avi 

quality and are well suited for high-class work, rhe Clai ' lurable and rcli are fin 

s % nl "narks, tin 1 he ks, and .it the price, noothei kind ol bath can l n I with them. 

1 ■'•■ 'fthi le with the utmi , who undei th< bi lughl; lently, unl 

P u ' from our stock, whi. I. 3 a lai me, our classification must I 

1 lain Kiln-run igi 12 

N "" I al net pi will be qi 1 plumh 
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Plate 2121-A 



< ION A ( lOM li 

Plate 2121-A. The "Knicki rbocker" imperial porcelain bath, with nickel-plated "Bronx" i ombination iiipplj am 

waste fitting r 6" fsi 60 $75 50 



u.i-,4' I0' J 



m 25 79 75 



i 1" . 






Same, 6 . . 

If with [ d ext ul.l i hi it with whit* exterior finish, .\<U\ $10 .in. 



11.. 75 107 2.1 



I urnishtngs re pag< 9 and 41 

Dimen ioi Length, i 6" outside; an ghl 510 iH.un.l-. 
weight 534 [>ouncls. ngth outside; wright t>S ds. 

bath, r 7": width ol roll-rim 3". 



Length, * 10" ou Length 5' i 

Width outside, 5"; width in li pth insid 



Bathi '' (. t .M, toj ■ •■ form on I in lower • t in and out of and there is no 

keep i Nan. 

*t*hi "Knickerbocker" is a solid po m tub on having the outlet in iin end in I of t ttom d the tu 

1 but litth more than thai lameled iron bath ol * I me type, while ih<- pri ild insure in all nd hi 

« lasa hotel work. 

i <!< i ription "i imperial Kiln-run, see page 1 
Non l he al Special net prices will l* quoted t«^ i on appli >n. 
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Plate 2122-A 



Plate 2122 V Mm '"Universe/' imperial ith with ni< k. l-plated "Bronx" combination 5U] and v. 

fitting .iml glazi -1 [mil elain feet, V 6 x - 



- B 
J DO $fi7 



me, l 10' 



77 71 ... 



*vmi< , .*) I 



" 



M 75 



i 



If with glazed ext< &25.00. If with white cxt ,1,. &10 

F urnishings: See pag< I i". 



Dimensions L. ngth, I' - I un ds. I i V 10 01 | |, , ulil 

'"" J "- "" 1,,lK Width outsid. - ; width insid. pth insid. hi ol bath, 19"; h. 



roll-rim, 



poR Apartment Houses. Apartment H and H« i,,i„ ; invariably furnisl Kiln-Run" whi 

of tl .rchasei The prio Kiln-Run" baths arc extr. nd will 1 o pli 

x "" riw prici xs ill be -i ! to plum! ,„. 
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Plate 2547-A 



■ B 
00 

75 






\. 1 In "Fairmont" • 1 1. 1 in. I. . I iron bath on haw, | it oui with nickel-pl 'Bronx" 1 ombin 

h| Wa 1. I, I. in. 17*, 



- ' ■ 






nami I hand rail, KJ i ted brass 

li bath is finished whil I tidi I II LOO I 50 

furninhings, -« e pa I id 40 



::> 



ide; 
hoi 



liicfc 






I >inu Iih. 2' 7 ii*i. ridtti 

'Tpii "Fairmont* 1 in rh< imperial i 

"La S,.! • he il \ v .liri, 

i» -in> mi mind neled \ this r nolid ; n. 

I oot" i j mi. 1. 1* ide 

■. • i 1 1 j -■• ' bolted r. 

I !i' »n 
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Plate 2548-A 



Plate 2548-A. "Argyle" enameled iron bath on base, painted one coat outside, w I ' niqui ina h.m<ll» 

UK Iccl-plated bell suppij and cotnpn ssion suppl) vah it Ii removable bonnets, 4' 9 



MIIH'. -V I 



99 75 



Ii witl ir finish, whit< . 1 9 -117 I add SI I 25. 

Iln 1 n.mi. I hand rail, 15.90; nick -I bra ill. $4.75. 

For other furnishinf ! 10. 

Dimi : l n ab I J 7 il on base, I'll ". depl h 1 ! idth 

\ \ r Hl! ' 'I i" furni lamclcd iron baths su< h as the "Argyle" and "Fairmonl 

VV tin '1 thi in "La Salle" and "Empress" \\ nd dun 

ial port 1 1; 1 •- m elain bath is . 1 oui 

bath from the own.-; i. \ \ h< mi »n d< iral 

1 1 he al t. S| - u d to plumb n. 
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Plate 2685-A 



1 1 • 
Plati 2685-A. rhc "Layton" enameled iron bath painted' utsidewith nickel-plated"Brons"coinbinatton 

upply and wasl n nd imperial porcelain block feel . . . . . s|| ihi $47 00 



. u ill: solid lain 1 tall feel 1 P 2685 \ . 

Ifwithextei ih. whil 1 I ends, 4'. 4' 6 nd 5', add $8.00; same. 5' 6 



in 50 i ■; 









I ui in ihini e pag !H til ind 10 

I k *idl H iid< ■"; height on feet. I'D . - ( - pth inside, i width ol rin 




Plate 2685 «... A 



Solid Porcelain Ball Foot with Metal Holder 

for Enameled Iron Baths 

T^mi s 1^ r ;! .-riiiiii.iiT.il in araoce, but Krvi irahlc 

*■ practical puq if water ii pplathed on th - *«lt 

in* lul iron bath should U fitted wiih this tt) !•■ of foot, partii ularl) wli 

ins , t!i n ...in. Il» ul •» tril than ' 1 

1 

l Mi olid porcelain ball, 1 

V rheabo Special net p will lotcd to plumb* 

on appli< at ion. 
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Plate 2686-A 



>nd 5' 5'ti 






2686-A. The "Layton" enameled iron bath, painted with V I \ "Economic" compassion 

faucet with stuffing-box four-ball handles with china name plates "Bronx" v el-plated '• ll' 

" l|,lv|lpcs 137 00 $40 00 




2687 \ 1 Layton" LDove, with fitting as Plate 

2688-A. . . . . 32 00 

1 finish whiti on I Is I . 1 6 nd I '.1 SS 

,11. 



1 din* ms ol "Layton" bal h. 15. 



and 5' 



Plate 2688-A 



Plate 2688 \ 1 1 "Crotona" enameled iron bath, pa 

with nickel-plated "Economic" ! | with stuffing- 

box, flour-hall handles with . kel-p! 

"Economic" 1 ' w an , l 1 | 

supplj pipes . . . . . . . $32 00 

If with ■ finish, whit t 6" and 

Furnishii uj 

1,1 idth 

1' 11 pth 1 1' 4 width of rim 

.— T> ove 1 pi un 

m. 







■ 
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Plate 2575-A 



Plate 2575-A. The "'Madison"' enameled iron roll-rim bath, painted onu coal outside) with "Bronx" 
nickel-plated suppl) ind \ fittings, and W (I. P. sua uppiy pipes with escutcheoni 



1 v ,\ ,2" 



$«.» 7". 



[f with imperial porcelain ball feet 1 Plat< 2685 V$- A, add 13.25. If with imperial porcelain block feet as Plati 2685 t.addfd.' 
11 with No 2 exterior finish, white, on from and two ends, r 8", add $7 iO ame, 5' 2 t<l.l <smi, sam< .v B", .i«lrl IftJO. 
I > 1 ii » . 1 1 - 1 < . 1 1 Lengths given above are outside; width outside, 2 6 hi jht onfeet, 1'9 depth inside, V 5 ) madth of roll-rim, 3 . 

When ordering, state if fittings ai htorlefl u f ao the bath 

Plat J'.'mi A. rhe "Fullerton" en ed iron 1 painted 

coal outside, with "Harlem" N.I' won fain 

unii chin plates, "Harlem" N. P. 1 Iwai 

and overflow with rul and chain, and 

D in "Fullerton" bath, length 2 8 ridth, -'' » " ii 

• l> |.di, l insioN width -.1 rim 1 ' »". 

Tin "Fullerton" bath is dec I for e is til I- If'l- 

showers shown on page I s maj be installed in conn with thi* bath. 

This bath I d in the Fullerton Apartments Men Vork< 

illustrated on page 7 

Note — The above prices are li Sjx^ial net prices will be quoted 
Plate 269O-A plumbers on application. 




17 



M o T T 



S 



I. IMBl 



N 



I X 



U k 








Plate 3059-A 



Plate 3058-A 



Pbti 3059 A. rhi "Harlem- nickel-plated brass 

tU how< rt.iin ,,„. 
•"" I X iV »Upplj h ;•• In .Mi- 
ll with l. P siz« suppl add I 



Plate :«l I l„ ••Harlem- , ted I 

tubulai '.\ir and sham] 
duck 1 urtain, check valves and VI 

ns 






with four ball handle on 

,1,1.1 so.; 



P','" for use in apartraeni 

desired I he nsi , , , K p 

u,fh ,[l tubul; ire 7 in di. ,d ha 

long in thi 

N ire lisi - mil be quoted to pluml , n . 
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Plate 5441-A. The "Compacto" with No. 3 varnish 

finish £ .ik seat and cover N 68 bent-wood 

Cistern with china push button, bum; LOd No. x 

brass il.«or llange with -tv porcelain bolt cape . >-'» -"» 

If without porcelain boh caps, deduct 10.40. 

Plate 543& \. The "Lombard" reverse trap syphon- 
jet water closet with N varnish hnish golden 

over, No. 68 benl -wood cistera with 
china push button, bumper, and No. 8 bra-- Boor 
flan-, with four porcelain b<>U i 28 25 

If without porcelain bolt caps, deduct 50.25 

! iti 5445 \ 1 lu "Beekman" with No. rnish 

finish golden oak seat and cover, No 68 bent-wood 
cistern with china push button, bumpei N 

brass floor flangi with four porcelain boll caps . I 73 

1 1 without pon elain boll < ap>, <l.<ln. 1 x -" _' 

1 1 seal cover ind cistern are nal ural oak, polisht l .t<l<l $1. lo. 

Ni< Itel-plated b ipplj pipe iron pipi u n ith 

stop valve, less union, t \t r a hi Siuni', li * stop \ iIm , $1 iki 
Impi r i.il pon i I. ou tl Lib. exti > M 



Plate 5441-A 



Plate ■"»* 12 \. I he "Lombard" trap >hon« 

t water 1 losct, with No, 3 vai ni h inn h goldi 
oak pat and covei So. 71 vitri oua p m 1 inn 1 1 
tern with 1 hina push button, and N< > H I »i isa * I * * - 

Ran • ** ii li i< "ii pon clain I "-It va\ HI 

1 1 w it hi >ul pon 1 iaiu boh < aps, dedui t P ' 25 

* 

II .u ;»i \; \ 1 I., "Beekman" with No. 3 varnish 
finish .'"Mm • ».ik seal and cover, No 71 vi 
porcelain rn with china pushbutton -on! No 8 

wit li foui p< '»ii boll 1 aps 7*. 

li -a n hi >ui pon 1 lain bolt « aps, «!• ■•Iin » N ' 

Plate "'1 1 1 V I he "Comj ' w ith V ish 

h g< .i< I. ii 1 i.il. and r, No. 71 \ 1 r r * - ms 

elain < isti rn w il '1 - hina push bul U m and No 
\, 1 it. 1 v- flooi fl w M li six 1 i tin I" ill 1 ip 

If without porcelain boll 1 ip*. <l« ■«lu» 1 *■> I') 

1 1 md • lislu-d, .i<l - 

1 1 \\ Inn." fin <l<l $1 51 

Nickel plated bra ron pip sizi to Boot with 

,,, val tra. **J ««» * ilve.fl ,N > 

!•< hi! 1 r slab, rxl 




Plate 5442-A 



ription of the "Bcckman." 'Lombard" and "Compacto 
NoTf I hi ire l> S| AriU tx n. 
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Plat* '• \. The "Beekman" with No. 2 

"Simplex" flush .in<l siup valve, No. 6 quar- 
tered <uk seal and cover (cabin* -i finished) 
and No. 8 brass iluor flange wit li fouf pon e- 

Iain bolt caps . . . . $42 00 

If less stop valve, <h-<\m i >:; 0(1. 
[f without Imli < aps. dcdui i snj.'.. 

i me, with No. li natural oak scat and cover, pol- 
ished, deduct $3.85. 

li seal is without cover, deducl for No. 6, (2.25; for 
No. 3, $1.20. Imperial poro Iain floor slab. - Ktra, $3.50. 

I ■ < >r \>\u i - of paper In ilders, see | » 19. 

y^LosEi^ with Rush valve will nol operate I u torilj 

^ unless the suppl) isof sufficient pressureand volumi 



Plate 5553-A 



Plate oool-A. The "Compacto" with No 

polished natural oak seal and cover, nickel- 
plated No. 2 "Simplex" flush and stop 
valve, No. 8 brass ll«"»r flangi with six 
porcelain bolt caps . . . { i I 7."i 

If less stop valve, deduci $3.00. 

If without boll i aps, de<lu< i *0. 10. 

If seat is without rover, deduct x i 20. Imperial 

porcelain floor slab, extra, 13.50. 

The "Simplex" flush valve has l"« n used undei 
verj Im-.iv \ pre --lire, but we would advise a pressun 
somewhere between •"> and To pounds. Hie volume in .ill 
' ases must be ample. A number ol ilour- < m l.» sup 
from one tank on a higher floor. 11m "Simplex" flush 
valve is simple in construct ion, • in. m m and reliable in 
operation. Many thousands are in successful use through 
out the United Stat* - 

The No. 2 "Simplex" flush valve is slightly smaller 
than the cell brated No. 1 "Simplex/' but in other respa i - 
it is Mil istantially I he same. 




Plate 555I-A 



ttalves for controlling th< suppl ol vatcr to watei closets, urinals, et« , hav< I-' 1 n in use man} s, their variety ol form and 

principle being almost endles Such valves in variousl] know n as flush valves, flush* ers, aquameters etc., and have been 
applied to pan, plunger and syphon close) Consequently we do not claim thai our flush valves, further than theii special construction 
and application are a new device, oi that thej are superior, simplei and mon economical as a means ol Rushing a « i than the 

\ arious cistern combinations no* made and sold b) But we do claim thai then an no like devicei that an as simple ii struc 

tion or operation, oi that can l> more easil] regulated or n paired. 

We pn -MUM- that the average met hanu will understand i hai the p< rfe t working of such a devio \- more or less depi ndent upon 

I"* al i onditions. Foi instance, it would be unwise to install flush valves in h> Lined an unusual amount 

of grit, alkali oi alum. Bui where^ ei th< conditions arc such as to warrant the use oi a flushing devio ol this type, *\>> "Simplex" will 
unquestionably giv< the best results. 

i or sei ti nd d< -. ription of th» "Beekman 1 I "Compacto" i lost i- 

Non I he above pri Special nel ; s will be quot* *1 to plumbers on applu ation. 
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Plate 5552-A 



Plat< \. I li» Lombard" revere 1 

l>li- .11 jc1 water closet, w " l> No. •* varnish 
finish gold* n oak 1. nil k 

pi. H Mo. l "Simplex flush and stop 
\ \. . s brass floor As with four 

tin boll 



r. 



If i top vah '-, dedui t *;>.ou. 

II I -- hi.1i 1 ^n 25. 

If c.ii and 1 ii* polish* «l n Id <■ 

1 1 srat i- without 1 •". 1 - lucl $0.11 Imperial porcel 
•r slab, 1 rtra, v For pri er hoi 

Foi descripl f the No. 2 "Simplex" flush 

live, sen p 1 

Foi p M" r holdi r 9. 

iptiofl of the "'Lombard" rloset see 

\« m» I he 1! aril] 

be QUOti lumbers on 







1 

1 




Plate 5036-A 

Plate \. Tli Lombard 

with 
lc No 1 nd i 

wood oak rn t N M.P. brass br 

flu^h pi I pull .md * hain, 

an \ -aw floor fl 

l.un boll $29 75 

If rk i- polish* ■ jr.il I $1.05. I 

leduct $0.1 tnd 

inside, add $1.15. 
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Plate 5035-A 

Plati 5035 A. The 'Beekman*' jel water 
1 lose! with varnish finish g 

and 1 Ni 1 17 b* wood ci 3 N.P 

brass brackets, Hush • s lure] wood pull 

tnd No. 8 with lour 
1 n>r, elain boll 

H li ss boll dedu. t <o 2.Y 

Ii seal i- without S dworl 

natural oak, S : ■ l It led 

idc ii v " • 



Plate 5059-A 

Plate 5059 A I l "Con to" w 

water 1 h >se1 with tish finish w >1<len 

ii and cover. No. 49 
\ I'. brass brai kcts, flu 
pull and 1 hain, and No. 8 1 th 

I I 1 <hi six porcela 

If U 

Ii is withi If \\ « >rk is jkjI* 

>] 11 If iron 

10,10 I si 

Imperial ] 

I he aboi ■ in modei 1 >iden< 1 1 

■ 

I 1 and {. 

NOTE I he above pri ire list net ; will be quoted to plumbers on application. 
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Plate 5648-A 

The- "Betkman" Syphon-jet Water Closet with 
Non-soil Flushing-rim and Concealed Jet 

P 



'tmh- ordinar -■■ b of this type have th< jet pipe on the aide, 
A which mars the symmetry and appearance <>t the cloeet. 
In tht "Beekman" the jel is concealed from viea and so lc* 
as to give I he maximum efficiency with a limited amount ol water 
lions , Quickness ami thoroughness <>t operation arc 
attained •»> tin- suppl) i<> the jel coming from the Rush pipe 11 
a direct line without loss .»!' jx»wit. The area ol watei in bowl ia 

10 x 12", with a depth of seal of 3H" 





Plate 5667-A 

Section of the "Compacto" Wash-down Syphon Water Closet 

with Non soil Flushing nm 



Plate 5674-A 

Section of the "Lombard " Syrian Closet 

with Bottom Jet 



Tm "Compacto" i rabi nation ■»< the wash-don n 

syphon types of water closcti rhi \et strikes directl on 

1 « onteni - * >1 « h -.1 and 1 

action when tin closet ia irater area is 7 

Where an tnexpensii <l \\>»rk ater 1 is requin 

the "Coinpacto" i-» nn mended rh< dang cured 
. I.\ tuiir holl 



T "Lombard" is t small syphon jet do 
\,r\ 1 lorn i < : «n fronl to bat k 

I i m bowl, : : di pth ol 

Tl, Boor fls >'■■ foui b 

iabU ioint than with onl) two Ih*Ii 
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Plate 4017-A 

Plate »"17-.V ["he "Victorian- porcelain lavatory with porcelain pedestal. No. 2 .,,,1 

Primus combination supply and v with china hand!, trap x24" 

Plate- mis \ rhe "Nouveau," as above, with plain pi lI 27 

Imperial 

Plate 4W6-A The "Victorian" with N.P. No. 2 "Unique" «,.<,, Ua " A aaaeB Vkre0UB 
and inckel-pated •'Bronx" low-down compression fauo vith chii 
name plates (less trap), as Plate 4020-A. - „, >n (1(( |5fi „„ 

Pig iniv_\. [Je "Nouveau" as il , with plain pedestal as 

W18 " A ' 27 x22 16 50 37 25 ! I 

N.P. W "Adjustable" trap, less nipple to wall, $2.00. Same P, ,$1.65 

$* pIate > h " with ' "** enameled K 24 $3 

Furnishing- & i8 39 and 10. 

Dimens, J 7 " x 22 ' Is | , Slabf 33 -. ,_,„ ]v 

"vk;:;,;;,",:::; 1 ^^. 1 '' ' - ■ -<»• *.i ^.1,, 

•VoTE-The above prices are list. Special net prices will be quoted to plumbers on application. 
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'-- A I lass B Vitreoi 

$74 50 $57 50 -7 i 50 

in (.on 




Plate 4018-A 
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Plate 4024-A 

102-1 \ I "Norwo mi 1 

"Primus _\ 

Same, I 

Plat* 1019 V 1 Norwood" 1- -% it li Unique" 

in Bronx" low-clov 



VI ustablc 

\ P. 1 ■ .' "Adjustable" trap, n'ppli 

\1 white 

12 

10 

51 in, 17 Slab. 3i 

L^ h tl 

inr " Oui 

"Norwood," th« 

\ I : rill be quoted 1 

■n. 



1. 



$71 
54 

I Mil 




157 
58 

11 50 
75 



tt 



»7 
76 75 

56 I 
SI 



M 




£ 

(j-*- 



Plate 4020-A 
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Plate 43I7-A 



Plate 4317 \ I In ntura lu-av} \ is lavatorj with viti pedestal, patent overflow, chain stay, plu 

1 ham, less faui 1 1 and 1 sizi I J ! 



50 



Sam. 22 . 

\ P. "Bronx" low-down coi ets with china name plat" per paii 

N. P. "Harlem" low-down compn nth china 1 plates, pi 

Vl ' |: "Adjus i nipple to wall, $2.00. N.P. \y x " "AdjusUbh ap. less nipp 51.1 

It with N.P. No. _' "Nassau" h Pbt( 1048 \. add $1.95. 

II wnli M' Metrop !,l %\ -,, 

Mil ' 'in. 1 v| 1 27 

Dii 1. length, ; width, 20"; basin, 16 I J j. I, ngth, 27 , 18" 

Fui m 

W ^ quali Mm 

- x ' »nding ,ii.- h. rheii l> lutiful whit. 1 hina 

Mol 

Notj I ial net prices will „. 
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Plate 4316-A 

Plat* 1316 V I 1 "Veritas" extra with idard, patent 

overflow, chain stay, plug and cha fain ind trap i* I 20 k 19 x l<> "."» 



me. si* J. 24 , 19 

■ ■ i 




Plate 4.316'. -A 

When order call* r more lavatorlea 

may be fumislieil with low*] < ick ■111 
a* ihown ,ibo> ul for towel rack S 



... . ■»■» 

VI". "Bronx" low ■■. n compressi cti urith china nam* plai i-.m »o. 

\ I' 'Harlem" lo* down « iritb < hina nr. v . 

M'. P. 'Adjustable" rail, $2.00. 

VI' 1\ "Adjustable as nippli to wall, 

II with N P No 2 "Nassau"' i .-.■ ifl P MM& V add 11.95 
It with \ l\ \ "Metropolitan" i 1084 V u<M < 

in 

Mirroi Pla I U7 \. Jl % 18"« 110.00 27 v -'<• Ml J-V 

Dim. itsi 1, length, 20 p I'* \ basin I I ' /' \ 1 1 heigh 

h 1\ II « I! ! k. »■*"• -i 

lei 19" x 12 lc.8 J 

Mi i h« W 

- I.i\ atones, hem i pond in 

h Their l>- -!• *r i> alsi Mol 

lie Ir ind|n- 



Noil, [lie ab Special nei pi plum ••?.. 






m 



M <) T T ' S 



P L U M B 1 N '. 



I X T U R i S 







T Vi 



1* 



<£ 



i 




r 










Plate 4076-A 



PI 1076 V Tin- 'Trcmo; with ; lard and painted iron wall 

ten! ovcrfl lain, : < p . 2 1 k 22" . 824 00 






B 
si 7 75 

I 



Heavy 



27"x24" 

I : v .ill suppi idd s 1. 

If with N. P. V -'•'Nassau^ 1048-A, add 81.95. thN.P.N. i M Plat* L084-A 

\.l\ "Bronx" Icy nami pi VI*. 1 'Adjustable" trap 

nipple to 82.00. N.P. 1 'Adjustable" trap, U II, SI I 

Mil Plate glass with 1 .' white enameled ■ 10 00 

10. 

Dimensions: 

Plate l ( »7*'» \ I nstalled in ad apartm 1 hi I »rd, 

idelphia, and the l!"i< I . Jew ^ ork. 

Tin "Trcmont" »76 \ irrangement. 

Hi II and ! 

Not ial net prices will be q o plumi 
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Plate 4048-A 












I'l.ih 1048 V rhi "Tremont" porcelain \u\ with enameled iron I iwallsupp* 

\.l'. No - ••Nassau" 9 fauo dti \4 \ 22" 



-" . 



he.. 

V Vm 



$27 2 $21 <M> $27 
1 28 



Sami , 27 x 24 

I! wall supports have i hina »dd $1 50. 

[fwithchaii plug and chain 1076 V.<!« >lu< i sn '»-*. Il with \ I' V.". "Metropolitan" - WW \, add $2.50. 

N.P. "Bronx" low-down compri ion fai with la nam* plai per pair, 1 \ I*. I "Adjustable" it nippk t.. 

wall, $2.00, N I'. I ' i " "A able" ti *.ill. *i ■«»■"». 

Mirror Pla lass not beveled with I i died in whit. l\ $10.00 * 1 1. 2.1 

Dimenaioni I avatory, 24" r 22"; I I- t 13 La 27" x 24"; I 10 I ■ 

ishinj 140 

I N m ,,, t modern ipartmeots and prii clling* i ma an tiled. is ii should i I he tiled *.ill nd 

the deairabilit) and reel g* The .ill 

Jla arc i iU d. 

Note l ' «. plumbers on 
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Plate 4084-A 



1 



'''•"' ,|K| " Brook fit! il porcelain vith imperial plain lej nd china wall supporl 

\ P No 5 "Metropolitan" wast I trap;, 30 !4" 

Il with No 2 "Nassau" v Plan 1048 V dcdui 1 S: 

li with 1 hain sta pli I 1 hain, .1- P 107(5 A li du I S I 50 

N P '-Bronx" lo , hina nai "Adji 10 

'; N.P 114" "Adji 1 wall, -I 65. 

Mirror: 1> plate nd N.P. bi 

D Laval 

I 

( Y R im P crial 

why ill' 

1 pri 









m 
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£~ 
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Plate 4083-A 






II <M) 



■ 



$. , 



:a\ 



I'l.ii. Ins:; \. Mi. "Bay State" porcelain lavatory with in S P "N 

wast< . w nil 1 lun 1 name plai 1 

& wit h straight front instead I 

Sami with straight front instead R co" 1 17 -\ 

It id< mil b ound idd 12 I 11 

If with Hyg< ..." waste u PI ■■ 1508 ' 

N.P. "Bronx" low-down compn iir, I S'.P. I 1 "A iblc" trap, l« —> 

nippl. to wall, $2.00 N.P. 1H" "Adjustable" trap, h 116 



Mirror: Plata ■ p [" bi I x 18", 112 M 115 



Dimensions I b< basins ol : : i 16 k 12"; th 1. , M 

ol ba. 1, i 

.1 ni-li See 1 3fl I 10. 

For a rec< 1083 \. 1 B 

\"i 1 I he al n. 
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Plate 4508-A 



The "Bclmar" enameled iron lavatoi with n pron, enameled iron pedestal, wall support d N.P. 

"Hygeia" nd trap . 27" x 20" .......... $21 

I: h N.P. "Nassau" with china name plan as Plate 4083 V, add $1.30 

N.P. "Bronx" li m faucets with china 1 13.50. N.P. 1 "Adjustable" trap, pie 

II, 12.00. N.P. 1 V "Adjustable" ti wall 

Mirror: Plal with 1 ' ," u Ir.m 

Furnishin id I". 

Din ngtl 

"P in thi ii in the quality, mi ind I 

'bovc will pluml .n. 
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Plate 4529-A 



Plate L529-A. The "Bromley" ei >w. integral back and 

pi >n md VIV pi 1 bain, I lew 18" . .$11 



mi 









Sam. h N.P. N "Nassau P I3I8-A 



00 



N.P, "Bronx" na nai I 50. N.P. HmrU low-down ipressi 

f au w „|, i hina N.P. 1 I Adjustable" 

■ |i, I. ill, $1 ' 



Mirroi PI mim N.P 18 $11.. 



| i nishi N P i dish, $0 20 lishii 



, > 



• i 



ml 10 



i Sim I, len &4"; wid) 13 5u 17 dtft 23 

tit ol ba< k. 12' 

\. i l !i. abo\ • pi N* < ial nei i n. 






M O T T 



PLUMBING 



F I X T U K 1 S 



\./ 






'5i 





Plate 4528-A 



Plate 4523-A 



Plat. 1528 v I h< "Bromley" enameled iron I..- 
tory with patem overflow, integral back and 
apron, \ P. plug and 1 hain, and "Simpl 
hanj • r I. j S faui 1 nd trap . size I. 24 k IS 



Same, size 2, 27' 22 



'/ 



ilO 25 



L5 



Same, size 2, 27 x 22", with No 2 "Nassau" 
H •""' is 50 

Mirroi : Plain plate glass mirror, with J {" N P fran 

21" N is". <\\ Ml. 

Dim< nsions: Size 1, li ngth, 24' width, IS I x 

12"; height ol ' 10 2 1. ngth, 27 width, 

22 isin, 17' v U : height of I 12 

I 01 "ili. r furnish i 38 .. ! 111. 



Plat 152 I V I h< "Brixton" ■ nameled iron la> 
uuli patent overflow, integral ba< k, N.P 
plug .hiJ chain, and "Simplex" hanger, (l« 
fau< 1 nd trap) -1/. 1 . 24" x 18" . 



1 1 



s g 7:. 
1 ; 25 



2, 27" \ 22 

iizi 2,27 with N.P. N 2 "Nassau" 
iste, as Plan 1318 \ 16 

li withenami led iron standard as Plate (529 \, add $4 

rror: Plain plati mirror, with 1 ' und 1 

■ ■ 1 ••'. 1 frame finished in whil lamel, 24" •- 18", til 25; 

27 ' < 20", 113 00. 

I >ii ions 5izc I, U ngth 24"; width, 18"; b isin, 1 5 
I 1 ghl i" 2 l. \ iridtl in, 

17 . L2"; hi of ba« lc, L2 



N.P. "Bronx" I., v. hi,,,, ... , N ,, ■ „.„,, : 

to wth china nam - p , "Adjustable"., pie * I LP. 1 Adjustable" 

p, less tiippli to wall tl 85. 

N "" " Th * a Special nci : .|, irn |„ .„ .,,,,,!,. 









O R 



R 



T 



M 



N 



H O 



U 





Plate 4525-A 



Plate 4526-A 



Plate !.7_W V Id. "Barclay" enameled iron lava- 
tor) with mi. gral back and apron, V IV plug and 
chain, overflow strainer and "Simplex*' h r, 
(less faui - 1- and » r.i f » > . . * \ on 

Same, with \ P, "Nassau" waste . 11 25 

VFV soap dish, extra, $0.20 

Medtciiu < abinel Oak (varnish finish , with | 

glas ■ mirror and two ahi lv< 15 % 10 ' 6 75 

polish finish . 8 <x> 

Same, whit 1 nameh d 10 

I >.iu, nsioiu I h, l' width, I'fl istn f IS I I 

j\t ol back 8 . ipn 1 S 

i or othi r furni and 10. 



!• i V. I? 'Baldwin" I I iron 

wil h p iU ni In. k, N I*. 

I'lu. ! "Simplex" li lift L, 

h and trap . $4 28 

2, uith 1 rflov . (N» 

.\ir li \ I' 

\ T soap di 

\li Plain pi. 1' >^ mirror with I polished Wi 

. 24" X IS". HO 'HI 

^i/« I, length, l S width, \'> } / baasn, 
II k 11] .' 10 

width, 16"; basin, I r x 10 I 

Jl x II"; height 



N.I\ "Bronx" low-down with china name plat pair, S3.50. \ I'. "Harlem" low-down compft*Mon 

k Chin plat I 'Adjustable" trip, leas nip, » wall, $2.00. VI'. I 1 Adjustable" 

tran, nipph ill, $1 

Non lli* .»i Sp « ill 1 1. imbei appli in. 
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Plate J524-A 



Plate 4527-A 



PI it I 524 \. I "Bain |i d 11 

l.n itorj wil h integral bai k and S P pi 

rid chain, overflow strainer and "Simplex" 
hang< r, (less I and trap ;iz< 1 16 

San 2,19" . . . . 9 75 

If with \ P. "Nassau- v. add $3 

\ P soap dish, ■ • ' <<) I 

Corner Medicine Cabin* 1 irnish I with 

plate J < mil roi and two sh< Ives, 19 II 

S mi. . polish finish . . . . .11 



\. Tl "Bulwer" ii om 

la\ j with integral bai Ic, N.P. plug and chain 

trainei and "Simplex" ha 
t md 1 in.' . .$ r» 

19" 

J 1 with VI'. "N 

1 lap di 10." 

Corner Medic :ih Cabinet h fini 

3 mirror, with two 19 in on 

Sairn ubr> d and polished . 11 50 

Sami , whit* ich 'I 



1 >im. 1, length II 

orm 1 24 basin, I bai I 

1 In.., 11 

- 



Dimcns s: 5izc 1, length ol i 1 

' I -in. 14 11 

th ol . 1 tion from 1 ! 1 

i i i! hi ighi ol bai Ic, S 

I her fun 1 and in. 

N P " Bro ' comi r u 

1,11 china nam pair-. \.\\\ 'Adjustable" nipple to wall, I 

lippli - ' I 

ial net | 
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Plate 4318-A 

Extra heavj vitreous lavatory with VI'. No I "Nassau 
nfl "Bronx- .\.l'. low-down comp, n faucets with 



china name plal 




Plate 4802-A 

The "Harlem" (small N.P. low-down compn 

1 with 1 (tin 1 linn, plate and 1 ouplinR I 

1 ," in.n pipe, pei pair 



•^I'.n 




Plate 4757-A 

Section of extra heavy vitreous lavatory with No. 2 -Nassau- 
waste and china name plate ^Patented 

Simplicity and directness of 1 tion characterise the 
"Nassau" was* The waste rod acts direct!) on ,i,, iti 

.mil there is „,. liability o! derangement. 1 1' 

1- '-penned by lifting th. hand 







Plate 4801-A 

I he "Bronx" NT. low-down compi u basin 

faucet with 1 hina n im« pi u. and im k f ( >i 1 , 

m pipe, pei pail 



f.J 






* ^ ., 



Plate 4806-A 



I'Im, imk, v \ l\ Buppl) pipe 
with stop valve and » n- 

eon ii' e to wall, I 

center of valvi 

,V' (Outside Mum slip 

ni| »pli 1 1 ■ Faw < 1 . 8 ■ u «>r 
■■ > • ad, per paii 

Sam- , less tfopa , pei ■• or 



V 



I Ml 




Plate 4722-A 



1722 V .\1\ "Adjustable" 

1 j /' < 1 -r hr.iss tr.q. for mm 

$2 <N) 



" trap 



I • 



" 



Ii with I LP. t«> wall J 

I«»r M 'tic. 

I ach additional imh, I 



with \ 1 nipple t.. wall - 

litional inch, 5 



L. 



1 



<#/ t^. - 




Plate 4807-A 



1807- A N P. supply pipe 

wall ." I P 
valve ind earui rn- 

ter 'i 11 p to wall 

iron pi; fKiir 






$-1 GO 



Nl "' Hi«.. 1 li,t. Special net pi will be q • plumbers on appli 



T. 






M o T T 



U M B I N 



I X 



U R 





Plate 3507-A 

Plate 3507- \. Plate glass toil* 1 shelf with nil Iccl-plated brai k< ts 

No. 1. Length, 18"; width, 5" S6 75 No. 3. L< ngth, _'7"; width. 5" 17 50 
N». -J. Length, 24"; width, 5" 7 25 No I L ngth, 30"; width, 5" 7 75 
I hit kness <<i 1 ► 1 . 1 r . ^I.«- 



Plate 3552-A 

Plat. 1552- \. 1 hina robe h. 









Plate 3516-A 

Plate 3516-A. 1 rystal glass towel bar with nickel-plated standai 

l" bar, 18' loi $3 2 1" bar, 30" toi - 

I" bai -I" Ion . . ! 30 1" bai 36 



S3 75 

I 110 



Plate 3558-A 

Plate 3558-A. Nickel-plated bra 
robe hook . 



V^z 




Plate 3521-A 

Plan 3521-A. Nickel-plated brass towel rack: 
No. I. Length 18 . 
No 2. I width, :;" 

No. .;. I « ngth 30"; width, 3" 




Re K . Ex. II 

$] 00 si 

1 111 1 




Plate 3559-A 
Plati 3559 V Nickel-plated brass robe hook 



mi CD 






1 









*• 





a 









01 #. a a Plate 3557-A 

Kiate 3509-A p| : v ,,„ , , , 

'.'' \. Nickel-plated 1 ind rail . . $4 \0 dian 

U ngth, V 10 ■ 1 Length, 

N< >ii' -A hand rail should be p 
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Plate 3712- A. V P. |. r .i>s IujI.Ut, 
china dish and i . . $7 00 




Plate 3718-A, N. P. braaa holder, 
i iiina vase and cut glass tumbler S4 25 



H 



O U 







Plate8714-A. N.P. brass holder china 
dish, vase and cut glass tumbler $9 25 




i 



Plate 3508- A, ( !hina soap dish with 
N.P. brass holder . . $2 10 




Plate 359°- A 
Plate 3590 \. Nickel-plated brass 

combination sponge holder and 

soap dish, to hane on rim of bath $3 50 
I ength, ll"; width, 6". 




Plate 3709- A. N. P. brass holder SI 75 
Cut glass tumbler, extra . 75 




late J7<»7-A 



Plate3707-A. I hina soap dish with 
N. P. brass holder . $3 DO 




Plate 371 1-A. N. P. brass holder 
with china vase . . 82 20 




Plate 3555-A 

Plate 3555-A. Nickel-plated brass 
soap dish, to attach to rim of bath: 
No. 1. 5"x3>j2" 52 10 

Mo. 2. 7',>"x4>," 3 lfi 




Plate 3631-A 

Plate 3631-A. Nickel-plated 
brass paper holder for roll 

1 1.1 per 

I,, take .1 r.,11 :," long I 1" 

'll. llllrl.T. 



SI 111 





Non — Thr above prices are list. 



Plate 3645-A 

Plate 3645- V Nickel-plated brass non- 

removable paper holder . . . SO 75 

The feature of this holder is that after the full 

roll has been put on, the roll cannot be removed 

until the paper has been all taken off. 

Special net prices will be quoted to plumbers on application. 

39 



Plate 3634-A 

Plate 3634-A. Nickel- 
plated brass paper 
holder for sheets. 
7" x 5" 
Same. 8^" x 55 | 



// 



S2 75 
3 35 
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Plate 3695- A. Corner medicine cabinet, oak varnish 
fini-li . with plate glass mirror and two shelvi 

19" x 24" . . Mi» (mi 

Sam* , polish finish, $1 I 50; white enameled, $13 50. 
Ii" with two e I ch i - in >l cad ol w ood, add $i l >0 



Plate 3696- A. Medicine cabinet, oak sh finish 
with plate glass rnirroi and two shelves, 1 ■" ! /' 
x 19 $6 75 

Same, polish finish, S 00; white enameled, $10.50 

II wit h two - sheh es instead ol wo dd $] 60, 





Plate 3693- A. Medicine cabinet, white enameled wood, 

wit li two polished woi "1 -li< Ivi $11 . 

1 1 u n li plate glass mirror door II 00 

1 I bind , same prii \\ hii tmel. 

Sami elli lei vhit* with i wo adj blc 

plate -. - sheh 26 

27 



If v. it!i ! mirror d« h 

Height, ! /idth, t' 6 

\.-n All hk-Ik ine cabinet doo to th hi un i 

n i I h S| ' nel I" '.ill bi >n. 



Plate 3687 A. u n li u hi 

enameled wood frai a led 

rei . i ila mim n ba< Iced I >; k< l-plated 

brass plate, and tw o adju stable i >l ■ i helvi 

size l . . 

|", DM 
I, ll* 

21 h, I- h 

.ill. 5 
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I'l.u. 7072-A. Imperial pon i 
lain pantry --ink, m essed, 
2-i".\17"\ ft", ground on 
ti ip, n nli iii* kel-plated 
"Simplex" standing waste 
md overflow 



< l.iu A < lass B 



si;, ii.-, si;i :;.i 



Mine, 28" x 17" x ii" . L7 05 II 80 

If sink is no! ground, drdw i - I .Ml I. 

Measurements are outside, except depth, 
a Im Ii is inside. 



Plate 7072-A 







f 



Plate 7753- A 







Plate 775I-A 

Plate 7751-A. Nickel-plated brass 
compression pantry sink faucet 
witli china name plate, per pair $0 00 
Same, with selfn losing valve, 
per pair ... 10 00 

Plate 7753 V \i< ktl-pl.u.d brass 
I uller pantry sink Faucel with 
metal handles, per pair 8 50 

Same, with china handl< • 
marked "Hot" ami "Cold," 
per pair .... 9 50 

Plate 7754 A. Nickel-plated brass 

< - 'inpii --ion ice handle pantry 

sink faucel . pi r pair . 7 00 





Plate 7754-A 



All pantry sink faucets are furnished with \ .," nun pipe mate couplings. If with V or jA" iron pipe female couplings, add, each, 
tO. It with long -hank to go through pantry sink box, add lor each shank, Sl.2.7 
Plate 7751-A has stuffing box and swiveled di» with composition washers, the Inter being the best made. 

TEE above sink faucets an heavj and well made in every particular and may be relied upon to give satisfaction; no expense or i 
has been spared to make them first-class in every i t. 

Mote —The above prices aw list Special nel prices will be quoted to plumbers on application. 
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Plate 7063-A 



Kill 
Plat< 7063 V Tha. "Chelsea" roll-rim kitchen sink, back 14" high, painted iron legs, 2" N.P 

and coupling h - fau 1 1 .ml trap , siz< 24 i l 5(1 817 



Same, siz< 30 ■. 20 



mi 



1«.» 75 



Ii w iili stamped brass w mm I I ... 

\\P bi "Harlem". ucets, with Vet handle, pei pair, $2.50. Iffai nann 

S\P brass -'""Adjustable" trap to wall $< ain I 

m brai kcl , 89 00. Ii with mi 

I linicnsions ■ u hii h is in 

Noti Iht lisi . Sp< 1 prii 
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Plate 7060-A 

Plate 7060- A. The "Rocona" roll-rim kitchen sink with integral back, painted iron legs, 2" N.P. waste 
strainer and coupling, less faucets, trap and drain boards), size 24" \ 11" x 7" 

Same, si ,. 30 11" x 7" 

Same, size 36" x 26" x 7" 

If with imperial porcelain ley id.l S3. 00 Colonial. $1.50. 

If with Stamped brass waste strainer ,md holts, deduct SI. 95. 



Imperial Porcelain 

Kiln-run 


Colonial 


*'*') 75 


*2l) 25 


29 75 


23 25 


36 00 


2S 75 











A drain hoard is an important adjunct to a kitchen sink. Plate 7000-A represents 
drain boards (patented) specially devised for use with roll-rim sinks. They are 
free from the wall, one end being supported by the sink and the other by cast bra 
bi m kets or a leg. The corner drain board of Plate 7060-A swings on the hin^ - -how n 
it tic left. I he i-nd drain board swings on the hinges at back, the supporting h- heine 
telescopic i\n<\ unfolding as the board is raised so that the board can be swung up out of 
1 he way » hen desired. 

Plate 7061-A. The "Rocona" roll-rim kitchen sink with Imperial Porcelain 

integral back and end, painted iron leg. 2" N.P. wasfc Eta-run Colonial 

strainer and coupling (less faucets, trap and drain 



board). 30" x 26" x 7 



s:;s id S.iJ (H) 



Plate 7061-A 



For drain board, see Plate 7063-A. For faucets and trap, see Plate 7060-A. 

Dimensions of sinks are outside, except depth, which is inside; back, 9" high. 

Note— The above prices ire list. Spe< ial net prices will be quoted to plumbers 
on application. 
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Plate 7614-A 



Kil .lontal 

PI. Mi 7614-A. lin "Warren" wash tubs with bronzed iron *tai Is and ash top, with sta 1 bra 

plugs and bolts, ol two, siz< L ......... $279*) so 

[f less ash top, deduct, $4.00. Portable ash covci each extra, sizi I, $2.15 Mott 1 tl wri , $7.1 with 

plugs, stoppers and couplings, add $1.60< If with stamped I traim h tub, $0.1 

F01 prices of wash 1 ub fam 1 1 1 1 pag< 17 

l >inn nsi< I 1 ngth, 2 1"; widl h from front I lepth in I 

i) >R< ii \i\ ware, with its sul I thicki and beautiful is pre-eminently the 

* appliam wash tubs, et rhe imperial pon elain roll-rim wash tu I wh 

' ■ an be used in .ill fini ed apartment ! 

rhe colonial wash tubs an pa t whi a con- in. 

u alb in price and infir. imel i 

nd ruination to th >thes. 

I tub V ous m 

Noti fhe ii- •' lisl . ial nel ; m. 
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Plate 7607-A 



Imperial Porcelain 

Kiln-run 

Plate 7607-A. I he "Wickliffe" roll-rim wash tubs with painted iron adjustable legs, cross bars and tee pieces, 

stamped brass plugs and bolts, per set of two, size 1 . . • • - ■ • • $**2 i<> 

If with stamped brass o\ n How strainers, and bolts, add !<>r each tub $0.30 

If with cast brass plugs, toppers and couplings, add $1.60. 

N.P. 1 ! :" waste pipe with 2" trap for two tubs, $14.00. 

Wring* r bases, extra, <\i< h *ii ix). Meat's spe< ial wringer, $7.75. 

If with imp* rial pop elain legs, add, for ea« h ink v;uii : Colonial, $!.:>(>. For prices of wash tubs faucets, see page 47. 

Dimensions: Length, 24"; width, from to Lark. 26"; depth inside, L5". 

Note— The above prices are list. Special net prices will be quoted to plumbers on application. 
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Plate 7601-A 



Plate 7601 A.. Tl Riverside" kitchen sink and wash ml, c« nati mprising roll-rim kitchen -ink. 

-'' "26" * i ', with integral back, strainer and coupling, two 24" roll-rim wash tubs with ledgi to wall, 
plugs, couplings and stoppers, pon 1 I tin I nil kel | I %" -'Harlem" compi n fam ets with 1 hina 
name plates for sink and ' /' "Harlem" 1. ■ - with Tee handle for tubs, swin Irain board, 

I <>\ ei and \\ 1 ingi r baa 

Same, with 27" x 26 k 7" -ink 

- 

Same, with 30 t 26 , 7" sink 

II vv,l!l painted iron I. gs, for sink and tubs, dedut I 19. lonial, J4.50 

If with polished or nickel-plated bra eand 2" "Adjustabl. •• , 

Si parate illustration and pric< s ol other faucets on pagi 17. 



tin 
Kill ■ 



mi:, :;, > ;,: -j.-, 



lis 75 



.-,<» 



KMl 7", 



102 



. , ""'" ■'• fromfrom to back 14) deep; width ol I, .|_ ^ Sp; ,ui 24" 

-'» k »nd two24 tub G J ': 1 >. j. nkand two 24" tul 6 . nd two 24 1 - 

Tl " rnu :" 1 "' - u "" " ''> n "' 7601-A is intended for use in kitch. sink and wash tub. ndel and 

. ;'"'•'"" '" ll """' 1 - " mbim a drain bo nd covei can b< turned upagainsi thi 1 

tn the dram board and cow fram. her in such , «.. 

adjustable brackets, and when turn. e ld in pi 

X " ~ Thl '"'" ' 1| -'- Sj d to plumbers on applii ition. 









^H 



K 



A 



R 



M 



N 



H <» 



U 




Plate 7720-A 

Plate 7720 \. [*h( "Harlem" N.P. %" compression 
»mk fau< el s with l « 1 handl< old faui et with ho 
1 n,l >. flanged male «>r female Iron pipe, i>> r 

pair ....... 




$2 50 



Plate 7721-A 

Plate 7721-A. The •Harlem" N.P. y % " compression 
sink faucets with china name plates (cold faucet 
with hose end), Hanged %" male or female iron 
pipe, per pair ...... 



>:; .111 



"Harlem" faucets an furnished flanged and threaded for Ji" male iron i>i]><- unless otherwise ordered. 




Plate 7806-A. 1 h, --Harlem" N.P. >v' compression 
wash tub faucets with Tee handle, flanged '•/' 
female or W male iron pipe, per pair . . . v i .">«> 




Plate 7807-A 

Plate 7S07-A. The "Harlem" N.P. J 2 " compression 
wash tub faucets, with china name plate, flanged 
1 _." 1 1 male or $•£" male iron pipe, per pair 



$2 00 



"Harlem" wash iul» fau< ets arc furnished flanged and threaded for ' 1" male iron pipe unless otherwise ordered. 






if*** 



Plate 7706-A 




Plate 7801-A 



tod 



Plate 7700-A. Nickel plated brass K^Fulli r sink faucets 
with metal handles) flanged and thrc. i-l< > 1 lor %" 
iron pipe, mali ill tocenter of nozzle, i'_>"; per 

lir $'.i 35 



Plate 7801-A. Nickel plated brass %" Fuller wash tub 
fauerts with metal handles, flanged and threaded 
for %" iron pipe, male, per pair 

Same %" flanged and threaded for V iron pipe 
male, per pair 



$4 00 



I -ill 



Noti Thcabov* prices are list. Special nel pri< ee \mII I" quoted to plumbers on application 



